November 3, 1980 
Invoice #ll-80-PM 


Mr. Vincent J. Weiner 
Philip Morris 
100 Park Avenue 
New York, New York 10017 


For Rentals at Standiford Field, 

Louisville, Kentucky 

For the Month of: November, 1980 


For Facings on Directional Clock Units 
2 Above Main Entrance 
2 at Dobbs House No. 1 

For Facing on Aluminum Clock 
1 Above Delta Exit. 


CONCOURSE 
Air Terminal Advertising 
101 Crescent Avenue 
Louisville, Kentucky 40206 
502/897-1477 


Total: 


5585.00 


Please refer tc^our invoice number when remitting, 


Make check payable to: Concourse, Inc, 

Thank you. 


Source: https://www.industrydocuments.ucsf.edu/docs/jqdm0004 
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